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ACTION OC-06 

INFO OCT-01 NEA-11 ISO-OO CCO-OO OCPE-OO SSM-03 /021 W 

028753 231727Z/50 

R 231338Z JUN 78 
FM USMISSION SINAI 
TO SECSTATE WASHDC 4185 
INFO AMCONSUL KARACHI 

CONFIDENTIAL SINAI 1434 

DEPT FOR OC/PE-L 

KARACHI FOR RCO 

E.O. 11652: GDS 

TAGS: AMTC, ASEC 

SUBJECT: 270BW INSTALLATION 

REF: STATE 135327 

1 . CONTRACTOR TECHNICIAN STATES LINE CURRENT STILL PRESENT 
WHEN 270BW INSTALLED ACCORDING TO 270A SINGLE LINE INSTALLATION 
INSTRUCTIONS RECEIVED BY POST. NEED TO KNOW IF THE 270A 
INSTRUCTIONS APPLY TO THE 270BW DISCONNECT SWITCH. WHAT LINE 
CONDITIONS WILL EXIST WHEN 270BW PROPERLY INSTALLED? TECHNICIAN 
REQUESTS SCHEMATICS FOR 270BW FOR PROPER INSTALLATION. 
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